Testing Your Limits 


We know it’s difficult to grasp the innovative portfolio of new features without some 
hard-hitting visuals. Here you'll find several informative posters demonstrating how 
best to take advantage of new Aperture Science technology. 


Aerial Faith Plates are part of a larger trust 
experiment designed to help the Enrichment 
Center discover whether the capacity fortrustis 
affected by being catapulted into space. 
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of force 


Aerial Faith Plate 


“Faith Plate’ is a registered trademark of Aperture Science dba Aperture Laboratories 
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Weighted Pivot Cube 


Drop Shadow - 
This is decorative 


~ Turret - 
Thermally discouraged 


Thermal Discouragement Beam CONFIDENTIAL 
“Thermal Discouragement” is a registered trademark of Aperture Science dba Aperture Laboratories If permission to look atthis diagram has been granted, please do so now, unless the box labeled "DO NOT LOOK AT DIAGRAM‘ on the 


©1988 All Rights Reserved "Diagrams Forms Sanction” form you should have received from your supervisor is checked, in which case you should remain at your 
TE S TI N G E L B M EB N Ip workstation not looking atthe diagram until such time as you are instructed by your supervisor to discontinue not looking atit 


